Jan. 22, 1974; Norton, MA
A man on his way home from work spotted what he described as a flying saucer near a gravel pit in this New England town. He saw a light in the air and as he approached it, the light became brighter and larger. His description of the object was that of a red dome on top with another dome beneath it shaped similar to a child's swimming pool. The lower dome was edged with white lights which reflected onto the upper dome. A third dome was below the first two and appeared to have two ports at the rear which gave off orange and white smoke as it disappeared into the night. (Reference: UFO INVESTIGATOR, February 1974, page 2)

